
j. The System provides acknowledgement of events including the ability to enter multiple time- 
stamped notes for specific events. 

k* The System provides the ability to select an event and automatically pull up recorded video 
associated with that event. 

L The System provides a historical database of events that can be filtered, sorted, and searched by 
Event Category, Type, Severity, Device, Date, and Time. 

m. The System provides a Grid View for viewing events, including face capture JPEGs and videos 
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n* The System provides the ability to "lock" an event and associated information including recorded 
video, so that the related information cannot be groomed or deleted until the event is unlocked. 
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o. The System provides the ability to shunt and unshunt any event type by specific event source. 

p* The System provides events that have event status of "needs acknowledge" "open", and "closed". 

q* The System provides an Event Pane display window containing the following elements, but not 
limited to, as applicable to the specific event:. 

7.1.19 Event-Action Linkage 

a* The system provides linking incoming events such 
as motion or access denied with a specific action 
such as PTZ motion or email sending 

K The system supports Event-Action Linkages. 
(Multiple actions per event). 

c. Event-Action Linkage capabilities will include: 

1. Trigger actions based on defined schedule 

2. Changing event severity or setting "needs 
acknowledgement" 

3. Creating a custom Event Linkage, The Event 
Linkage can be assigned a Severity and an ability 

to require Acknowledgement 
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Scare Bad Guys 
term employee 



AccessControl.AccessGrant 
VideoAnalytics. Dwell 
VideoAnalytics. ObjeetTaken 
VideoAnalytics. Dwell 
VideoAnalytics. FaceMatchGroup 



Sample Open Hours 



£^ Schedules 
Event Type 

^ Event Severity 
Groomer Settings 

4j* Action 

fA Event Linkages 
|| Identity 



Event Linkages Details 



Event Linkage Name: 

Email Brent Camera on Motion 



Event Category: 
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102 Lobby 

103 Parking Lot 
103 Parking Lot 2 

Axis Northwest Corner 
Axis Thermal 
Back PTZ 
Hallway 720p 
Hallway Face Grab 
Main Entrance 
Mobile-SN: Android Linu> 
Parking Lot PTZ 
Scallop 180 



LIGHTING RELAY ON 

POS Over Amount 
Send Brent email on contact 
Send Chuck email on temper 
Send Gene email on tempera 



Term Employee enter 
door 14_action 
start recording axis face grab 
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7.1.20 Access Control System Description need input from bill Jacobs 

a* The Next Level Access Control System is a complete Access Control system. 

K The System scales from small standalone deployments to large-scale deployments with hundreds 
of doors and multiple sites. 

c. The System supports field-tested third party AC hardware (Assa Abloy, HID or Mercury) 
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communicating with the system over the network. 

cL The System supports the capability to grant or deny access to controlled entry/exit portals. 

e* The System can detect events and alarms, send them to a real time display for live operator 
processing and simultaneously store them for future investigations. 



||; Identity 
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HID Edge/Edge EVO 
Mercury EP1502 



10.11.28.57 
10.11.28.56 



I/O Linkages 
Video 

Permissions 
§ Face Recognition 



Controller Details 



Access Controller Type: 



[wireless Library Back Door j 
Gateway Name: IP Address: 



MAC Address: 



DHO Time Default(Sec): System Contact: 

I" I I 



Extended DHO Timeout... AS5A Call In Frequency... 

] |60 | | 1440 ~ 



Strike Time Default(Sec): 



Extended Strike Time(S... Installer: 

h I 13= 
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